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Message Text 

UNCLASSIFIED 

PAGE 01 TOKYO 00942 200259Z 
ACTION INT-05 

INFO OCT-01 EA-12 ISO-OO CCO-OO PASO-OO /018W 

072378 200310Z/63 

P 200202Z JAN 78 

FM AMEMBASSY TOKYO 

TO SECSTATE WASHDC PRIORITY 4480 

UNCLAS TOKYO 0942 

DEPT PASS TO JON PETRSON, ALBUQUERQUE SEISMOLOGICAL 
CENTER, GEOLOGICAL SURVEY, BUILDING 10002, KIRTLAND 
AFB-EAST, ALBUQUERQUE, NEW MEXICO 87115 

E.O. 11652: N/A 

TAGS: TPHY, OGEN, JA, US 

SUBJECT: TRANSSHIPMENT OF WWSSN SEISMOGRAMS AND ELECTRICAL 
EQUIPMENT 

1 . EMBASSY HAS RECEIVED 6 BOXES OF WWSSN SEISMOGRAMS AND 
3 BOXES OF ELECTRICAL EQUIPMENT FROM TOKYO UNIVERSITY'S 
SHIRAKI MICROEARTHQUAKE OBSERVATORY (SHK) FOR TRANSSHIPMENT 
TO U.S. GEOLOGICAL SURVEY, BOX 25046, DENVER FEDERAL 

CENTER, STOP 969, DENVER, COLORADO 80225. 

2. REQUEST FUNDING INFORMATION FOR TRANSSHIPMENT OF SHK 
RECORDS. EMBASSY WILL SHIP VIA SURFACE. 

MANSFIELD 

NOTE BY OCT: PASSED ADDRESSEE. 


UNCLASSIFIED 


NNN 
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Expiration: 
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